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Office of the Supernising Avctittect, ( MAR 2.4 


Géashingtion, B. G., February. 29, ere 


Superintendent of Mint, 
Philadelphia,Pennsylvania. 


Sir: : 
This office is in receipt by reference,or a letter of the 20th 
instant,addressed by you to the Director of the Mint,in regard to 
some necessary repairs in vault C in the Mint ‘building under your 
charge. 

Mr.E.Roberts, Inspector of Public Buildings,has this day been 
directed by wire,when returning to this office from Boston,Mass. ». 
to visit Philadelphia and make an examination of the vault in wee 
tion,and upon receipt of his ye ont anew it be necessary, further 


action will be taken. 


Respectfully yours, 
Cees 
p= 


Chief Hxecutive Officer. 
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Treasury Department, 

Office of the Supervising Architect, 
Washington, D.C., 

February 29, 1896 


Superintendent of Mint, 
Philadelphia, Pennsylvania. 


Sir: 


This office is in receipt by reference, of a letter of the 20th instant, addressed by you to 
the Director of the Mint, in regard to some necessary repairs in vault C in the Mint building 
under your charge. 


Mr. E. Roberts, Inspector of Public Buildings, has this day been directed by wire, when 
returning to this office from Boston, Mass., to visit Philadelphia and make an examination of the 
vault in question, and upon receipt of his report, should it be necessary, further action will be 
taken. 


Respectfully yours, 
St. Julien B. Dapray 
Chief Executive Officer. 


